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L PRO TECT ART : 

ART-Bv-Product Utilization : 

A. Objective: To evaluate and develop process modifications for the utilization of 
ART process by-product tobaccos. 

B. Status : POL 3637 (Marlboro control vs. Marlboro with 2% MPC ART stems in 
RCB) was shipped and will close out the week of June 7,1990. Since 2% double- 
batched citric acid stems in Pilot RL and 5% in RCB were subjectively 
comparable to their respective single-batch tests, combinations of RL and RCB 
with double-batched stems in Marlboro have been requested. 

Initial 100% RL and RLB cigarettes have been made to determine the subjective 
influences of citric acid, CO ART extraction cycle and various combinations. 
Analytical differences due to die specific processing stages will be compared to 
differences in subjective attributes in attempts to modify subjective attributes of 
ART stems. 

C. Plans : 

Complete Initial Tests of Combinations 
of Double-Batched Stems in RL and RCB June, 1990 

Evaluate ART Stem Attributes Due to 

Process Stages June, 1990 


H. OPERATIONS SUPPORT : 

PRO TECT GRAIN : 

A. Objective : To significantly reduce alcohol levels in PM flavor systems, while 
maintaining product subjective integrity. 
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B. Status : Further Flavor Development panel tests of Cambridge cigarettes showed 
no obvious differences for control vs. sonolated test aftercut with a 30% reduction 
in alcohol. A POL test has been requested to confirm the results on Cambridge 
cigarettes. 

Subjective evaluations are in progress on Cambridge aftercuts to test a range of 
alcohol reductions up to 40% without addition of water to compensate for 
volume. 

C. Plans : 

Initiate POL Test of Cambridge Model June, 1990 

Complete Small-Scale Test of Marlboro June, 1990 
Aftercuts 


DI. PARK 500 EVAPORATOR UPGRADE : 

A. Objective : To evaluate and qualify the use of new evaporator system for RL’s at 
Park 500. 

B. Status : Startup of the new evaporator system on Line 3 at Park 500 is scheduled 
for mid-June. Plans are in progress to make control and test Marlboro fillers with 
RL’s from Park 500 at the MC for POL 3634. A solubles level study is in 
progress to determine the subjective influences of higher solubles to be available 
from the new system. 

C. Plans : 

Complete Solubles Level Tests June, 1990 

Ship POL 3634 July, 1990 


IV. DRY FLAVOR REPLACEMENT : 

A. Objective : To develop^ evaluate and establish specifications for dry flavor 
replacements. 
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B. Status : Pack codes have been assigned for a POL test of control versus dry 
flavor replacement test RLB in Marlboro. Primary blends have been completed 
with cigarettes to be tested on MC panel prior to release for POL. 

Alternate vendor samples of RS JB continue to be evaluated to qualify a second 
source. Pilot RLB trials were rescheduled for next month. 

C. Plans : 

Complete MC panel testing June, 1990 

Release POL cigarettes July, 1990 
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